2 Specification 


2-1 Transmitter 


Parameter Specification | 
Normal 210 x 297 mm 
Document Size Max. 216 x 1500 mm 
Min. 152 x 76 mm 
Document Thickness 0.085 x 0.115 mm 
Scan Line Length Horizontal | A4 paper,1728 scan elements along 216 line length 
Effective Scanning Width | Vertical 208 mm 
Scanning Method Horizontal | Flat-bed scanning using CIS 
Vertical Stepping motor 
Horizontal | 203 pels/in (8 dots/mm) 
Resolution Standard: 3.85 lines/mm (98 lines/in) 
Vertical Fine: 7.7 lines/mm (196 lines/in) 


Super Fine: 15.4 lines/mm (392 lines/in) 


2-2 Receiver 


—_— 


Parameter Specification 
Coding Scheme MH (Modified Huffman)/MR (Mofified READ) 
Recording Paper Size 216 mm x 30 m, core 12.7 mm diametre 
Effective Recording Width 208 mm 


Recording Method 


Solid state Thermal Printing Head 


Resolution 


Horizontal | 8 dots/mm (203 pels/in) 
Standard: 3.85 lines/mm (98 lines/in) 
Vertical Fine: 7.7 lines/mm (196 lines/in) 


Super Fine: 15.4 lines/mm (392 lines/in) 


SF150 


Specifications 


2-3 Line Control Block 


Parameter 


] Specification 


Communication Facility 


Public Switched Telephone Network (PSTN) 


Line Coupling 


| Direct 


Transmission Speed 


9600, 7200, 4800, 2400 bps 


Modem 


| QAM, DPSK and FSK 
| (V.29, V.27ter with fail back function and V.21) 


Carrier Frequency 


1700 Hz (9600/7200 bps) 
[1800 Hz (4800/2400 bps) 


Control Signal 


1100 Hz (CNG) 
| 2100 Hz (CED) 
300 bps (FSK) 


Output Level 


0 dBm to - 15 dBm +0.0 / -3 dBm, adjustable in 1 dB steps 


Input Sensitivity 


0 dBm to - 43 dBm and -5 dBm to -48 dBm 


Input & Output Impedance 


600 ohm + 30% 


2-4 Others 
M Parameter ] Specification 
Dialling Signal DP/DTMF | 
| Dialling Method Memory dialling, Last Number Redialling 
Memory Capacity 4 memory dial (power on) 
Power Requirement Check power label attached near the power cord connection. 
x Stand-by 7 Watt 
Power Consumption 
In use Max. 115 Watt 
Temperature 41 °F to 113 °F (6 °C to 45 °C) 
Relative Humidity 20 to 80 % RH (Non-Condensing) 
Width 278 mm (10.95 in) 
: ; Depth 211 mm (8.31 in) 
Dimension 
Height 107 mm (4.2 in) 
Weight 2.5 kg (6.6 Ibs) 
2-2 SF150 


